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MORNING'S AT SEVEN 


CAST 
(in order of speaking) 
In the house at the right 


TPBOEOTS SWRTNSOR srecounssnseecrmnienvisnaanaeinnie John Joseph 
E01 GWAlSOR sancncecrerinenicncannce Jean DeGrooth 
PERROTTA: SID rsezctarssnnticnsncencioncommasaiennd Diana Marbury 
In the house at the left 
Tea BQHOR. cssresacoreincavmvravensesnsnvanensuinernysemavsitiinsstacins Joan Shepard* 
Carl BOO i cinswomemamnmicrminmmsieniemaamnsancamsans Jerry Jerger* 
Hamner BOHR xnnsnencnmmmnnnimnscrmcinnn Warren Kelley* 
Others 
DPC TFA i cnnicnsicxionnarccmminenionctenreianeeannbsiaiceneoninisiaieiye Julia Kiley* 
Esthet Cai occnmonnsniencnnusisinatiatsssnssnasen Sally Parrish* 
DAPI COON ase nmnanarasnmnsee Evan Thompson* 


Cora, Aaronetta, Ida and Esther are sisters 


Understudy for Mr. Joseph, Mr. Jerger, Mr. Kelly and Mr. Thompson — Arthur Pignataro. 
For Miss Kiley — Jenn Thompson. For Miss DeGrooth, Miss Marbury, Miss Shepard, 
and Miss Parrish — Heather Sterling. 


*Member of Actors’ Equity Association 
The Union of Professional Actors and Stage Managers in the United States 


The action takes place in two backyards in a 
middle American town. The year is 1922. 
Act 1 — Late afternoon in early Fall. 

* There will be a 15 Minute Intermission * 
Act 2 — Early the next morning. 

* There will be a5 Minute Intermission * 
Act 3 —- An hour later. 


The use of cameras and/or recording devices is strictly prohibited. 
The River Rep is a division of Fanfare Theatre Ensemble, Inc. 


